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BILL NO. S-79-11- 


SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a blanket purchase 
order - City Utilities Purchase Order 
No. B-1535 for copper pipe for the Water 
Maintenance & Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. That the blanket purchase order - City Utilities 

Purchase Order No. B-1535, dated November 13, 1979, between the City of Fort 

Wayne, by and through the City Utilities Purchasing Agent and the Board of 

Public Works and V. R. Myers Pump, for: 

Various sizes of copper pipe to be used by the Water 
Maintenance & Service Department for water utility 
repair and maintenance, 

all as more particularly set forth in said purchase order, which is on file 
in the Office of the Department of Purchasing and is by reference incorpor¬ 
ated herein and made a part hereof, be and the same is in all things ratified, 
confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force and effect 
from and after its passage and approval by the Mayor. 



APPROVED AS TO 
FORM & LEGALITY 


William N. Satin, City Attorney 







Read the first time in full and on motion by 






seconded by 


Committee on 


, and duly adopted, read the second time by title and referred to the 
(and the'CTcy Plan Comm ission for 




recoi ram&ildfl-uon-) rmi Pttblie-He a Hag t o be h^ri a fter due legal notic e, at the Council Chambers, 

City-Cuuniy 'BtUIdingT Fort Wayne, Indiana, on_ , the — _day 

of 



DATE: / el ~/A 7/ 


CITY CLERK 




Read the third time in full and on motion by 
seconded by 

PASSED (EQSHC) hy the following 1 vote: 




, and duly adopted, placed on its passage 


AYES 


TOTAL VOTES 

BURNS 

• HINGA 

HUNTER 

MOSES 
NUCKOLS ' 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 

DATE: 


3- 


\y 


NAYS 

D 


ABSTAINED 


ABSENT TO-WIT: 


-— 

/^i. -//- ?<? 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

C70N IN G M. AP-1 fOFN F R AT,> fANNEXATION! (SPECIAL) (APPK'O'PUiAiiUi^ ORDINANCE 

7 /?. o n the //d aV of 
ATTEST: (SEAL) 

JLU- 


(RESOLUTION)' No. 


CITY CLERK ' RESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the / _ 

, 19^ at the hour of JIM o'clock C§‘M .,E.S.T. 



day of 


Approved and signed by me this _ 
at the hour of__ /Q o 'clock 


CITY CLERK 

/■V&t _day of 1922. 









































































































S-79-11-56 


/7 



REPORT OF THE COMMITTEE ON 


CITY UTILITIES 


ur Commit tea on 


City Utilities 


to whom was referred an Ordinance 


approving a blanket purchase order - City Utilities Purchase Order 
No. B-1535 for copper pipe for the Water Maintenance & Service 
Department .. 


have had said Ordinance under consideration and bag leave to report back to the Common 


Council that 

PAUL M. B 

said Ordinance PASS. 

URNS - CHAIRMAN jL 

SAMUEL J. 

TALARI CO - VICE CHAIRMAN 

VIVIAN G. 

SCHMIDT 

DONALD J. 

SCHMIDT 

JAMES S. 

STIER 


/>' 

DATE_ 




f ' CONCURRED !N 
-CHARLES W, WESTERMAN, CITY CL'. 


































COPIES TO: 


Memorandum 

T 0 H. P. Wehrertberg, Board of Works 
p rom Ruth Winget, Purchasing Department 
Subject Bid Reference #548, Copper Pipe 


Date November 15, 1979 


E. A. Stanczak 
N. Nagel 
J. Moran 


Attached are bids and tab relating to Purchase Order No. B-1535, which 
has been prepared favoring V. R. Myers Pump for Copper Pipe requirements 
for 1980 for Water Maintenance & Service Department. Also attached is 
a memo from Administrative Aide of Water Maintenance & Service Department 
explaining the reasons favoring V. R. Myers Pump. 

Please include the attached supporting information when this ordinance 
is submitted to City Council for approval. No confirming Purchase Order 
is to be given to V. R. Myers Pump until evidence of Council approval is 
furnished to the Purchasing Department. 














OF FORT WAYNE 


.. DEPARTMENT OF PURCHASES 

ifmber One Main St., Ft. Wayne, Ind. 

INVITATION 


46802 


• IMamiam 1IM ot 


•XmU tU Tn&m u 4 


■ lames ..R. Snyrior 47^-7 0^7 DEPARTMENT OF PURCHASES 
Room 470, -Number One Main St«, Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: - 

Water Maintenance & Service Dept. 


Department 
_or. Division. 


415 East Wallace Street 

Fort .Wayna. ,,,1-ad i ana—46F.Q3— 


Pa^i* 1 

rtf 6 

Ref. No_548 . 


rvo+a September 

13. 197£ 

Data wanted _— 

Fond 

Appropriation No. _ 



RETURN ORIGINAL 1*0 THE CITT—RETAIN DUPLICATE COPT FOR YOUR FILE 

aosiny Thursday, October 11, 1979 at 11:00A.M. 

_ Tima, of Birin... . ........._ 


TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1980 REQUIREMENTS 

For January 1, 1980 thru December 31, 1980 
See attached sheets. 

The enclosed bidders Sheet must be properly completed and 
returned as your bid,' along with the enclosed NON-COLLUSION 
AFFIDAVIT. 

We require a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the UtiIities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort Wayne 
''Water Maintenance & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. ’ .t~ 


Affirmative Action On FiIe:_ 


Attached: 


Hid Bond rs<tnir*A fit.. _. Q_ 

tm 

Terms % cash disco ant if paid -wi th i n 


_ P erform*£nr» Bond jjf 


dw. 1M M*. It 

days from delivery and acceptance of jooda or completion of services. 


PROPOSAL OR BID 


Delivery of an/ or all of the items or completion of services indicated shall be made within—days from receipt of order"*? 

important rs r {*£2 tz ** 

j— *”J ftra Sant 

1 JL£ RftN COPPER jy BRASS CO. __ 

VI CF PRESIDENT 


L. 


J 


J2*Q*£QOiL. 


300 JAY ST. 


COLDWATER, MI 49036 


10/5/79 













































COPPER WATER PIPE 
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January 1, 198Q thru December 1980 


' EST. 

QTY. 

SIZE 


DESCRIPTION 




PRICE PER FOOT 

25,000 * 

3/4: 

'K' 

Soft 

100' 

! Coils 

Fed. 

Spec. 

WW-T-799 

$ 

1.086 

25,000 1 

3/4" 

'K' 

Soft 

60’ 

Co i 1 s 

Fed. 

Spec. 

WW-T-799 

S 

1.086 

2,000' 


’K’ 

Soft 

100' 

Coils 

Fed. 

Spec. 

WW-T-799 

$ 

1.416 

2,000 

1" 

’K' 

Soft 

60' 

! Coils 

Fed. 

Spec. 

WW-T-799 

$ 

1.416 

500’ 

2 » 

’K’ 

Soft 

20’ 

Lengths Fed. 

Spec. 

WW-T-799 

$ 

3.528 

500’ 

4" 

’K’ 

Soft 

20' 

Lengths 

'< Fed. 

Spec. 

. WW-T-799 

$ 

2.320 


COMPANY: 

LE RAN COPPER S .BRASS 

CQ, j 

SIGNATURE: 



TERMS: 

2%'TENTH PROX. 


F.O.B.: 

YOUR DOCK 500 LBS. 

OR MORE ' 

DATE: 

10/5/79 


FIRM PRICE FOR “ORDER DURATION: 

ALL OF 1980 IF ORDER ID RECEIVED IN 30 DAYS FROM BID OPENING 





















' Number One MaTn St., Ft. Wayna, 

invitation 



R <;nvrfpr 473-7037 DEPARTMENT 

OF PURCHASES 

Room 470, 

> .Number One Main St., Ft. Wayne, 

1nd. 46802 

SEQUI2ED FOB DELIVESY TO: 


Department 

T)fy»^fort . r 

Water Maintenance & Service Dept. 


.Address __—,-— 

415 East Wallace Street. 

Fort Wavne. Indiana 46803 



Pag*. 

Bet No. .5*8. 

Dai® September 13 


o f b 


Data wanted . 


Appropriation No. _ 


BETUBN OBIGINAL TO THE CUT—BETAIN DUPLICATE COPY FOB YOUB FILE 

CTomng Thursday, October 11, 1979 at 11:00A.M. 

|_Hina, of Btda- 11 ---L--—------_---- 


TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1980 REQUIREMENTS 

For January 1, 1980 thru December 31, 1980 
See attached sheets. 


The enclosed bidders sheet must be properly completed and 
returned as your bid,' along with the enclosed NON-COLLUSION 
AFFIDAVIT. 

We require a guaranteed firm price for alt shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 

All materials shall conform with the City of -Fort Wayne 
"Water Maintenance & Water Service Material's Standards" 
revised as of August 6,.1974 and any supplements or 
modifications thereto. 

Affirmative Action On File:_^_Attached:_ 


t 3 oa 4 r»<rrfr *4 SL _□_ - 


» Perfcnraume* Bond 


Texans —. -% caih discount if paid within_ri—..days from delivery and acceptance of ^ooda or completion of services 


PROPOSAL OP. BID 


■ -fti Ox lim fcrrii»iS«» in 


. U WWlUH WTVJ tix q 


Delivery of any or ail of the iterra or completion of services indicated shall be made within__day 3 from receipt of crde?*^ 
IMPORTANT £43" N » iwlda* fwte* la tix «*», h U :»]*»«*»* <Jmu bUfen 

J. >- tonu ii.* la/arawioa .->r>*rw» 

p- ~| 2 «. 

Underground tipe & Valve, Inc. 




L_ 


J 


; B'.°. BO£C 508 




South Bend 


,10-10-7C 
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COPPER WATER PIPE 

January 1, 1980 thru December 1980 


EST. 




: QTY. 

SIZE 

DESCRIPTION 

PRICE PER FOOT 


25,000 ’ 

3/4: 

*K» 

Soft 100' 

! Coils Fed. 

Spec. 

WW-T-799 

$ 

A oAT 

25,000 1 

3/4 ,f 

? K f 

Soft 60' 

Coi Is Fed. 

Spec. 

WW-T-799 

$ 


2,000 r 

1” 

? K ? 

Soft 100’ 

Coils Fed. 

Spec. 

WW-T-799 

$ 

.. /■ fsr 

2,000 

1" 

r K T 

Soft 60' 

1 Coils Fed. 

Spec. 

WW-T-799 

$ 

/,‘s'T 

500 r 

2" 

*K» 

Soft 20' 

Lengths Fed. 

. Spec. 

WW-T-799 

$ 

^/■S'O 

500' 

1i" 

»K' 

Soft 20' 

Lengths Fed. 

. Spec. 

WW-T-799 

$ 

3,oo. 


COMPANY n 

SIGNATURE: /A ^0^1. 1 _;__ 

TERMS: AJcl1~ 3 & ^ _ 

F.O.B.: V~<^ ____ 

DATE:_ dLdzhi^ /to JS 23 . _ ' 



; FIRM PRICE FOR ORDER DURATION:. 



















CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number'One Main St., Ft. Wayne, Ind. 

INVITATION 


-■ .l.m^ R. Snyder. 471-7 037 DEPARTMENT OF PURCHASES 

Room 470, .Number One Main St., Ft. Wayne, Ind, 46302 


REQUIRED FOR DELIVERY TO; 

Water Maintenance & Service Dept. 


Department 
_QC-. Di-mion_ 


415 East Wallace Street 
Fort Wavnp. Indiana 46 ftfT 5 


Page_J- 

Ref. No....-L4.8.-. 


of— 


Date September 13, 197 


Date wanted . 


Fund 

Appropriation No. „ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOB YOUR FILE 
Closing_ Thursday, October 11, 1979 at 11 ;00A.M. _ _ 


__ Tim * of Bids— 


TAI EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1980 REQUIREMENTS 

For January 1, 1980 thru December 31, 1980 
See attached sheets. 

The enclosed bidders sheet must be properly completed and 
returned as your bid,' along with the enclosed NON-COLLUSION 
AFFIDAVIT. 

We require a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid wi11 be made on the basis of the best 
overall proposition for the Uti1Ities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, In quantities as required. 

All materials shall conform with the City of fort Wayne 
"Water Maintenance & Water Service Material's Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. ‘ ; t. 


Affirmative Action On File 


_ Attached 


BJd Bond rwqmrW. Si. ..... Q---- 

8m t 

2 . ..% cash discount If paid wfthin- 


_ Parforeuuae* Bond jjf 


—days from delivery and acceptance of goods or completion of services . 


PROPOSAL OR BID 

Krf, -j. offara aad trnm. !* tM» W »i<M -rftil* a. >•. 

a waUi prt*M a- ““ w ■*“ “— 1 -— 


la - r »-vim tha lion larrltadaa tar faU*'w>4 

tfc>*» Iran diu ot tkaiaf. la farnkia i«« air'll \ty» Itac 

Delivery of any or all of the items or completion of service* Indicated shall be made within—days from receipt of ordm* 

TVCOf’VP'T’ A VT tCS" a* »ar h* a iwMJa* ta^txr !a Cm vnri at aa ord», t* Ur iwparuurt liu bldA ma 

laia Wl.A.I 1 far fornix Ik* mvm. 

r T 


WAYNE PIPE £ SUPPLY, INC. 


1815 S. ANTHONY BLVD. 


INDUSTRIAL SA! 


L.. 


J 


FORT WAYNE, IN 


10/10 













































January 1, 1980 thru December 1980 


EST. 

QTY. 

SIZE 

DESCRIPTION 


PRICE PER FOOT 

25,000 1 

3/4: 

*K 1 Soft 100’ Coils Fed. Spec. 

WW-T-799 

$ 

1.867 

25,000 ' 

3/4" 

’K r Soft 60' Coils Fed. Spec. 

WW-T-799 

'$ 

.^J.867 ... 

2,000 r 

1" 

’K* Soft 100 1 Coils Fed. Spec. 

WW-T-799 

$ • 

2.541 

2,000 

1" 

’K’ Soft 60 f Coils Fed. Spec. 

WW-T-799 

S 

2.541 

500 T 

2" 

'K* Soft 20* Lengths Fed. Spec. 

WW-T-799 

$ 

6.766 

500 f • 

H" 

1 K T Soft 20 ’ Lengths Fed. Spec. 

WW-T-799 

$ • 

4.437 


COMPANY; WAYNE PIPE S SUPPLY, INC. 


SIGNATURE: 



TERMS: 

r. C. SChmiemAN, 

2% 10TH S 25TH 

INDUS IRIaL 'Sales 

NET 30 DAYS 

F.O.B.: 

DELIVERED 


DATE: 

OCTOBER 10, 1979 


FIRM PRICE 

FOR ORDER DURATION: 

JANUARY 1, 1980 THRU JUNE 30, 1980 


i 


























r T y OP FORT WAYNE 

7 y A j> epartment op purchases 

j/ffustjyer One Main St., 


•VCxil »H noOM 


.Iamoc R <;nyH 0 r 47 ^- 7 0 T 7 DEPARTMENT OF PURCHASES 
Room 470, -Number One Main St., Ft. Wayne, End. 46802 


BEQUTRFTO FOR- DELTVERY TO: 

Water Maintenance & Service Dept. 


Department 
_ar_ DivLsion- 


415 East Wallace Street 
Fort Wavne... .Indiana—46803-. 



BSTURN ORIGINAL TO THE GUY—RETAIN DUPLICATE COPY FOR YOUR FILE 

Closing Thursday, October 11, 1979 at 11:00A.M. 

_ Tima of Bide— -— --—— ---—— 

txsss. rss err T 3 gg gr rao* ramL xzasx antj Indiana stats uus tax ran orr a cnnAXA sauc# tax 
/■■■■ xmisxs is sa usa*. P3icx3 aaauia not encluds rasas taxis. s« laatmijM t» awim- M*» 10 «» tww 

TA2 EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1980 REQUIREMENTS 

For January 1, 1980 thru December 31/ 1980 
See attached sheets. 

The enclosed bidders sheet must be properly completed and 
returned as your bid,' along with the enclosed NON-COLLUSION 
AFFIDAVIT. ; 

We require a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. • 

The pipe will be shipped only upon issuance of 

DeparimentaI Purchase Orders, in quantities as required. 

Ali materials shall conform with the City of Fort Wayne 
"Water Maintenance & Water Service Material's Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. , I- . 


Affirmative Action On FiIe:_ 


Attached 


EM Bond rwpri fd - SL_ 


_ Perforai*»M Bond 


Sot IWa N«w IS s« r r * rrx si- 

_% cash disco oat if paid 10 flxy n. from delivery and acceptance of goods or completion of services. 

' PROPOSAL OR BID 


Delivery of any or all of the items or completion of services indicated shall be made wit hin - lH aysfrinn receipt of order** 
IMPORTANT gv - **^-**^.^ ^ »*« 

j— ~j su» H»»i 

National Mill-Supply. Inc,,. 

55 01 Distribution Drive _ 

1— _J ^ Fort Wayne, Ind.46825 ^10-10- 













































COPPER WATER PIPE 
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January 1, 198Q thru December 1980 


i QTY. 

SIZE 

DESCRIPTION 


PRICE 

PER FOOT 

25,000 * 

3/4: 

•K* Soft 100' Coils Fed. Spec. 

WW-T-799 

$ 

1,10 

25,000 • 

3/4" 

1" 

*K r Soft 60’ Coils Fed. Spec. 

'K f Soft 100* Coils Fed. Spec. 

WW-T-799 

$ ' 

1.10 

2,000 T 

WW-T-799 

S 

1.49 

2,000 

1" 

'K' Soft 60* Coils Fed. Spec. 

WW-T-799 

S 

1,49 

500’ 

2" 

* K* Soft 20' Lengths Fed. Spec. 

WW-T-799 

$ 

3.95 

500' 

U" 

'K* Soft 20' Lengths Fed. Spec. 

WW-T-799 

$ 

2.59 





National Mill Supply, Inc. 


tunrnnr; 

SIGNATURE: 

/S\ 

. 

TERMS: 

2 °L 10th. Dr ox. 

1 s 

F.O.B.: 

Delivered, 


DATE: 

10-10-79 



FIRM PRICE FOR ORDER DURATION: NOTE: No firm pricing. Price in effect at timg_ 

~~ of shipment. 






















TY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
bar One Main St., Ft. Wayne, Ind. 46802 
INVITATION 


•X*il .U nvEw tad 

- 

Room 470, 


iwf—utm i <* li« {gIMu 1M M 
k4 ra*<rS&3a*d» vHth <Ul iv*ry *a tjacetVysft 
r. j 


Sn yder 473-7 0T7 DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Water Maintenance & Service Dept. 


Department 
__or_ Division. 


415 East WaI lace Street 
For-t- Wavne. Indiana 4880 7 ; 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Thursday, October 11, 1979 at It:00A.M. 


Pa 7 »_ 1 

<dL_6_ 

n*t. Tin. . 548 

Data September 

13. 1979 

Data wanted 

Fund 

--- 

Appropriation Ne« 




* crm pfDX.*jfA saucs tax 

TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE _- 1980 REQUIREMENTS 

For January 1, 1980 thru December 31, 1980 
See attached sheets. 


The enclosed bidders sheet must be proper!y comp Ieted and 
returned as your bid,' along with the enclosed NON-COLLUSION 
AFFIDAVIT. 

We require a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid wi11 be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, In quantities as required. 

All materials shall conform with the City of Fort Wayne 
"Water Maintenance & Water Service Material’s Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. / ‘ . 

Affirmative Action On File:_ Yes Attached:_ 


Bid Bond raqrrfrwi . S 

2 


. Perforauwe* Bond jjf 


Ta/nau- 


ft** -laiWrixrtUw !Wa Xft 1« m n ... . 

.% cash discount il paid wjthm±y?ft,.days from deliver/ and acceptance of goods or completion of service*. 


"^PROPOSAL OP. BLD~ 

‘■a *11 XCM-Zo** ti. a txUnlftumi og ar 


MgiliM ti. ibm brrtvui** iar UJA *sw4 niM 

•Oral Ita 


Or-TT >m LvlLu tl -■ -i V—-------—' —---------—— — IM 

Deliver/ of an/ or all of the items or completion of services indicated shall be made withm__days from receipt of order 

IMPORTANT gy ^ h u ** " 


msrn. 


.Ing.A 


3427 t. M^7r. 


Ft. Wayne, IN • 


10-9-79 














































COPPER WATER PIPE 

January 1, 1980 thru December 1980 
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SIZE 


DESCRIPTION 


PRICE PER FOOT 


25,000 ' 

3/4: 

'K' Soft 100' Coils Fed. Spec. 

WW-T-799 

$ 

.95 

25,000 » 

3/4" 

'K» Soft 60' Coils Fed. Spec. 

WW-T-799 

$ 

.95 

2,000' 

1” 

'K' Soft 100' Coils Fed. Spec. 

WW-T-799 

$ 

1..29 

2,000 

1" 

'K' Soft 60' Coils Fed. Spec. 

WW-T-799 

$ 

1.29.. 

500' 

2" 

'K» Soft 20' Lengths Fed. Spec. 

WW-T-799 

$ 

3 .44 .. . 

500' 

U" 

'K' Soft 20' Lengths Fed. Spec. 

WW-T-799 

$ 

2.27 



F.O.S.: Ft. Wavne, Indiana 


DATE: October 9. 1979 ________ 

FIRM PRICE FOR ORDER DURATION: NO. "-Firm for First Quarter 1930. 


Price not to exceed 5 i° per quarter or market price, which¬ 
ever is lower. 



















CITY OF FORT WAYNE 

DEP.4HTMENT OF PURCHASES 
imbar Ona Main St., Ft. Wayne, ind. 46802 
INVITATION 

w odl tf o . « a. WWM IuiW, u* wswtei m th« (olltrvia *UM «4 

XMit or Kt rri iM , fo» tb« <Uv*em Mat u nt w rHra o^ .-itii <U<lT.ry *a 
Coofc»ga»i« thjOl laelccW «3I iWtm far J^hrwTf. «« . rw r^t, tl 

.lamiaq R_ Snyder. 473-7 0T7 DEPARTMENT OF PURCHASES 
Room 470, -Number Ona Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: - 

Water Maintenance & Service Dept. 


Department 
_or- Division- 


415 East V/a I lace Street ' 
Fort .Wavne.. Indiana 46803.... 


PagA- .l ... 

Ref. No- 546 


. of_JL_ 


Data September 15, 197 ; 


Data wasted . 


Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 

Thursday, October It, 1979 at 11:00A.M. - 

r 73034 7H3JSAI. TXOSX AMO IMDIAMA STATS 3ALXJ TAX TS3 CtTT3 DTO1AHA *t.T.-** TAX jrWTOX 
PRICES 3300X0 .MOT IMCUJD*T3SSa; TAXES. Sm U SUAcm- w*T IOoTiw** 

TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE 


1980 REQUIREMENTS 


For January 1, 1980 thru December 31, 1980 
See attached sheets. 

The enclosed bidders sheet must be properly completed and 
returned as your bid,' along with the enclosed N0N-C0LLUSI ON 
AFFIDAVIT. 

We require a guaranteed firm price for all shipments made to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Departmental Purchase Orders, in quantities as required. 

All materials shall conform with the City of ‘Fort Wayne 
"Water Maintenance & Water Service Material's Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


Affirmative Action - On FiIe 


i/ 


Attached: 


Foccoseo /a) bhosz F-'/rn&t-BW 


Bid Bond. r*qolr«d. 3L. .. _Q_ ■ 

Tern?*., .. C ?% cash disco ant if paid within. 


lU-da; 


- Peri orra*»<s» Bond 


ito.lt am n 

■days from delivery and acceptance of goods or completion of serried - 


PROPOSAL OR BID 

---• tor UU'u>4 nhi 

» at ;<a i. to fcmtia ult.o* tiirai -Jam [tut « 

Delivery of an7 or all of the items or completion of services indicated shall be made withinlijLdays f rom receipt- of order’’*? 

stars, sfaPtfsc? 

r . , CO.. INC. ****"' P. 0. BOX 759-1^ WATT ST. 


F. ; 


L 


J 


Qj )’ 

far _v 7 (M.y\ t .-VX'a vr 

/T’4/1376 

po 76<; 

J \J)U £ 
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SPECIFICATIONS FOR FITTINGS 
USED WITH COPPER PIPE 


The fittings used in connection with copper services, such as tees, elbows, 
and adapters to connect the copper pipe to threaded joints, shall be of the 
solder-joint type, made of wrought-copper in accordance with the latest 
revisions of ANSI Specifications B16.22, except as specified hereafter. 

VALVES AND STOPS (SERVICES) 

CURB STOPS 

All curb stops, three-quarter (3/4) inch thru two (2) inch in size, shall 
be Class 200 plug or ball type valves of extra heavy, all brass construction 
with inlets and outlets machines and threaded for use with flared type 
"K" copper service tube, and furnished with two (2) coupling nuts, all in 
accordance with the latest revisions of the American Water Works Association 
Standards designation C-800, shall have a heavy or thick tee-head operator, and 
a 90° rotation of the plug or ball. Each stop shall be equipped with a 
standard Buffalo type curb box. In addition to the above, the plugs or 
balls shall be teflon coated.. Ball valves shall have hard or synthetic 
rubber seat-rings to effect seal. Plug type valves shall have 0-rings 
within the body or plug to effect seal. The following curb stops, or 
approved equals, are the only curb stops which will be accepted for use in 
connection with water service installations. 


: BRAND NAME 

CATALOG NUMBER 

Mueller . . * 

Ford 
. Jones 

McDonald 

H - 15201 or H - 15204 
B - 22 
' J - 1902 

6100 

CORPORATION STOPS 



All corporation stops, three-quarter (3/4) inch thru two (2) inches in size, 
shall"be Class 200 plug or ball type valves of ext'ra'.heavy, all brass 
construction, shall have a flat, thick operating head, a 360 degree rotation 
of the operating head, and plug type valves shall have a washer and adjusting 
nut on the bottom of the plug, all in accordance with the latest revisions of 
American Water Works Association Standard designation C-800. The inlet shall 
be machined and threaded with standard AWWA corporation stop (Mueller) threads, 
the outlet shall be machined and threaded for use with flared, type "K” 
copper service tube, and furnished with one (1) coupling nut. The following 
corporation stops, or approved equals, are the only corporation stops.which 
will be accepted for use in connection with water service installations: 
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BRAND NAME 

CATALOG NUMBER 

Mueller 

H - 

15000 . 

Ford 

F - 

600 or FB 

.. Jones 

J - 

1500 

Farnan 

W - 

100 

McDonald 


4701 


VALVES AND CURB BOXES 


All valve and curb boxes, referred to in these standards, shall be cast-iron, 
Buffalo, screw type boxes with the word "water" imprinted on the lid. 

The valve boxes shall be five and one-quarter (5% u ) shaft size and three-piece 
type, with a round base. 

The curb boxes shall be three (3") inch shaft size, two piece type, and the • 
lid shall be held in place by a standard brass pentagon head screw. • 

APPROVED EQUALS 

The term "approved equals" used in these standards, shall be defined as a 
written approval of a material not listed herein, as recommended by the Water 
Engineering Department, and signed by the Board of Public Works of the City 
of Fort Wayne,•Indiana. 

No such approval will be granted for the acceptance of any such materials unless 
and until the manufacturer or supplier shall have first furnished a reasonable 
quantity of such materials to be tested in the Water Works System of the • 

City of Fort Wayne and found acceptable by the Water Engineering Department, 
and approved by the Board of Public Works, or until the Engineering Department 
has obtained satisfactory evidence that the materials have been used 
successfully elsewhere under similar conditions, and approved by the Board of 
Public Works. 


Prepared byi 
D. L. Foland, P. E. 
Chief Water Engineer 
7-13-79 






COPPER WATER PIPE 

January T, 1980 thru December 1980 
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EST. 

QTY. 

SIZE 

DESCRIPTION 

PRICE PER FOOT 



25,000 ' 

3/4: 

*K* 

Soft 100* Coils Fed. Spec. 

WW-T-799 

J I.I9 S 

25,000 ' 

3/4’* 

*K* 

Soft 60’ Coils Fed. Spec. 

WW-T-799 

£ l./<l $ 

’ 2,000* 

1’* 

’ K* 

Soft 100* Coils Fed. Spec. 

WW-T-799 

A /.Cl s 

2,000 

1” 

*K* 

Soft 60* Coils Fed. Spec. 

WW-T-799 

t Uf $ 

500* 

2" 

*K* 

Soft 20* Lengths Fed. Spec. 

WW-T-799 

• 3-Wi 

500’ 

4" 

* K* 

Soft 20’ Lengths Fed. Spec. 

WW-T-799 

4 M3-S 


Ywt. it f CO., i 

P. Q, BOX 789 IT)' W'-.M 



COMPANY: _ 


SIGNATURE:_ 

TERMS:_ k)LT 


Alt,. ' 


F.O.B.: PofjT^ 

DATE:__ / 0 


FIRM PRICE FOR ORDER DURATION: 


U) 




rfy/i)t 


m. ' P#irt fs Mon Pfijce BPdEO od 


domEx ffS> of y / bfsjyy. fr/oy Ki ucru/^r/oxJs up 

OK PolOaI oZ ICC 13E DjXferuy RelpteQ 77) Ptf/cE. ConiEy 

/S U+TEO / a / TtfE U)ACC SEKCCT JoUfEMtyL, 



























BID TABULATION 
| COPPER PIPE (W.M. 


BID NO. 548 
& S.) 


EST. 
j QTY. 


SIZE DESCRIPTION 


25,000' 

3/4: 

' K' 

25,000' 

3/4" 

' K' 

2,000' 

1" 

' K' 

2,000' 

1" 

* K' 

500' 

2" 

'K' 

500'- 

U" 

'K' 


Pipe & Supply 

oP/ L % 

Water Prods. 

V.R. Myers 
/4 o~r^~'pXL(L-' 

Natl .Mill 
(i/d.<>■*/. 

Wayne PIjbe 
a/;/. 0, A 

Under- 

<S°. u . n / 

],b „ A ; 

✓i'v 4 ^ 

pi/frit 

(?ca,3X*~C- 

JyjJ^ 

PRICE 

PER FOOT 

PRICE 

PER FOOT 

tJcXok-'e 

PRICE &J£3£_ 
PER FOOT 

PRICE 

PER FOOT 

- 

PRICE 

PER FOOT 

7ic^3c 

PRICE 

PER FOOT 

PRICE 

PER FOOT 

PRICE PRICE 

PER FOOT PER PO0T , 

A/4 

'7f~ A‘s. 


/. //) 

/ ^ 

-£- ■ .— 


/ 

i 

-- C-L-L-yC. - 

//V 



X/ft 


/&? 


j 

/.£■/ 


/. XL4 

AV? 

-2-^V/ 

J.9^ 

/*V/- 

[j 

/.Ll 


/ 2 7 

/,V? 

x,^y/ 

/ 

/w/ft 

n 

j 


.*>vV 

.£*■< 


4/.57J 

ji./rii 

; 



X'Z'7 

-„ ...... 


/3.nn 

.2, 370 




Tto- jXt^rri^frXcJi. 

7.S.r\. Xi'. L<)st/ i'rJ! 


m-M' 


-%.i! ,r-> • . -J-d 



ta 

^ 00 ^ 0-0 








































©DW ©IF 1F®0BT WE\m\ 

CITY UTILITIES 

DEPARTMENT OF PURCHASFS 
CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 


r n 

V. R. Myers Pump 

3427 North Clinton Street 

Fort Wayne, Indiana 46805 

L J 



NovemKgngflW 


appear on each pack- 
correspondence. 


SHIP TO — 22 

Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


MAIL ALL INVOICES TO - 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


EST. QTY 


25,000' 
25,000’ 
2 , 000 ’ 
2 , 000 ' 
500' 
500' 


BLANKET PURCHASE ORDER FOR COPPER PIPE FOR 1980 

3/4” 'K' Soft 100' Colls Fed. Spec. WW-T-799 
3/4” 'K' Soft 60' Coils Fed. Spec. WW-T-799 
1” 'K' Soft 100' Coils Fed Spc. WW-T-799' 

1” 'K' Soft 60' Coils Fed. Spec. WW-T-799 
2” 'K' Soft 20' Lengths Fed. Spec. WW-T-799 
1i” 'K' Soft 20' Gengths Fed. Spec. WW-T-799 

FIRM FOR FlfiW^QUAR 
Price not t£p§c s 
price whi£>e£e 

q| 

C.Z t 

a. ° 

£L I 

Per Bid Ref<£$5' 

F.O.B. Ft. Wayne 
2% 10 Net 30 " 

SUBJECT TO COUNCILMAN 1C APPROVAL 

Requirements will be released on departmental 
Purchase Orders against this blanket order as 
required by the using department. 

JRS/pi #5250 


.95/ea 
.95/ea 
1.29/ea 
1.29/ea 
3.44/ea 
2.27/ea 


$23,750. 

23,750. 

2,580. 

2,580. 

1,720. 

1/135. 


$55,515. 



NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT V/ILL BE TAkLN 




CONDITIONS ON REVERSE SIDE 
























Utilities 


Dat e "'Uk A \ w 2 l !_ ■ 197? 


PURCHASE REQUISITION 


£7? To be delivered to. 

On or before_ 


order the following Material for Delivery as Specified: 


V' ft' 'TJcdf&w 

7 -fiZZa. 




_Eeq. No. 


2£5Q 


jrs 


P O. Wn. H>/£>~3£L 


QUANTITY 

DESCRIPTION 

DIST. 

DEPARTMENT 
ESTIMATED COST 



j4: 06i 



- f "^T7 

.£■5” (T?rr>. 

fa ‘k Jtrjkp i , 

<$J?^ li'J-J 777 

. 4j4n~ 

■ 77 7.Jc 


3J.77hn 

3 /fa 

/// 

ie-r,. IrJlfJ'-T- '777 

'S 1 -? .. 

^33.7J 

a, ^ 

/ - 

CT7^ 

/ 'A^f-/Jt6 P'7 7? 

/J7tL- 

. 2S$i 


7. / 

l.i 'A' fafaA^< h.^ /M-r~797 

12?jL- 

—- 

-" <7. f44>l 

, <r& 


f 1 f/7 " / // 

71 A 8 ' PZzL-JiaS, . Afc&C 7P/J-'T'-■?<?<? 

-f. Y7i/g 

—^y-^-t^- 

« . / 

. ^T> 

. / 7/rb>' 

JAI'K 

PJl&u. kL^.&^Yj 

6/6*/-/-7?f 


'^/ /3.6 



V7A 


fn.ir/i 



'ryiccsO 7J 0. 

4‘XJtJ 7. 

L / 



7nd.fi. 1^'Tr~*c7?' 

1 € , 

tJ— 

0 


v» i rx '-*. -j 

JT /f . 

.-/fc 

-*LnJJ7 



>f\ REMARKS: 

'AkP-Af . An-' {At^P/TT?-' 0—r f-rtA 





r v 





•r-Jd’_=* 


,H* C jt.>XK 

/tkS- 

























































E> a t c November 8. 1979 _ 

Mr. James Snyder - Director of Purchasing, City Utilities 

Subject: Bid Ref. #548 - Copper Pipe 

We would.like to recommend that the above bid go to V. R. Myers, due to the best 
overall proposition for the Utilities. 


K') fr-ilnu b Q a 4 dl 

Norbert Nagel - Admi nistratji ve A'i de 

Water Maintenance & Service? Department 
City Utilities 


RECEIVED 
PURCHASING DEPT. 


NOV 91379 

. j, n 


NN/dm 






RECORDS OF Si OS ISSUED TO BIDDERS 


, ' \ 

31D NO. 548 _ 

ITEM: COPPER PIPE _ 

DEPARTMENT: W.M. & S. _ 

OPEN DATE: 10-11 TIME: 11:00 


VENDOR NAME £ ACORESS 

DATE - NAME 810 PICKED UP 

CAROS MAILED 

31D MAI LEDj RETURNEE 

National Mill Supply Co. 

5501 Distribution Drive 

Ft. Wayne, Ind. 


9-18-79 


/o/j 

Wayne Pipe & Supply. 

1815 S. Anthony Blvd. 

Ft. Wayne, Ind 

9-25-79 D. Scheiman 

9-18-79 



Central Supply Co. 

701 E. Wallace St. 

Ft. Wayne, Ind. 

9-19-79 Jack Aaron 

9-18-79 



Treaty Company 

4020 N. Wei Is Str. 

Ft. Wayne, Indiana 

9-20-79 Paul Pierce 

9-18-79 



Tri-State Plumbing Co. 

1120 Taylor St. 

Ft. Wayne, Indiana 


9-18-79 



Sentry Comm & Ind. Supply • 
1105 Division St. 

Ft. Wayne, Ind 


9-18-79 



V.R. Myers Pump 

3427 N. Clinton Street 

Ft. Wayne, Indiana 

Bob Franke 9/20/79 .. 

9-18-79 



Pipe & Supply 

1050 Watt St. 

Jeffersonville, Ind. 



9-18-79 


Federal Copper & Alum 
Pulaski, Tenn 38478 



9-18-79 


LeRan Copper & Brass 

P.0. Box 40 

Coldwater, Michigan 49036 



9-18-79 



I 




























RECORDS OF BIDS ISSUED TO BIOOEP-S 


310 NO. 548 _ 

ITEM; Copper Pipe 
DEPARTMENT: W.M. & S. 

OPEN OATSj 0-11 TIME: 11:00 


VENDOR NAME 4 AC0RSS3 

DATE - NAME BID PICKED UP 

CAROS MAILED 

310 MAILED 

returns: 

Michigan Hydrant & Valve 
12606 Inkster Road 

Detroit, Michigan 



9-18-79 


Water Works Supplies 

P.O. Box 29100 

Cumberland, Ind. 



9-18-79 


Reading Brass Company 

P.O. Box 279 

Hi 1Isdale, Michigan 



9-18-79 


Clow Corporation 

51591 U. S. 31 N. 

South Bend, Ind 



9-18-79 

• 

Midwest Utility Supply 

P.O. Box 29156 

Cumberland, Ind. 



9-18-79 


Sidener Supply of Ind. 

1680 Expo Lane 

Indianapolis, Ind. 



9-18-79 


Water Products Co. 

P.O. Box 50 

Aurora, Illinois 60507 



9-18-79 














1 



1 i 

‘ 





























V7*7 

TITLE OF ORDINANCE SPECIAL ORDINANCE - BLANKET UTTY 

V. R. MYERS PUMP 

DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE BLANKET CITY UTILITIES PURCHASE ORDER NO. B-l - v' v mv P q PUMr 
FOR VARIOUS SIZES OF COPPER PIPE TO BE USED BY THE WATER MAINTENANCE & SRPVTUF hppaptmvmt 

FOR WATER UTILITY REPAIR AND MAINTENANCE. 


(MEMORANDUM AND PURCHASE ORDER ATTACHED) 


A SB-Q B PER-NO r B-15 - 3'5 - 



EFFECT OF PASSAGE ACQUISITION OF SUPPLIES FOR MAINTENANCE WOKT? yen uam UTILITY 


EFFECT OF NON-PASSAGE INTERRUPTION OF WORK SCHEDULE 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) _ FROM WATER UITT.TTY 


ASSIGNED TO COMMITTEE 


EP 

































